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tion Systems 

A Highly Loaded Metal Halide Lamp 
and Its Applications (Abstract).... 
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RQQ Report No. 4 ; Conse 
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‘Floating Effect’ 
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Sound Levels in Discharge Lighting 
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(Abstract) 
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Geometry in Photometric Analysis .. 
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Improved Lumen Maintenance of the 
Deluxe White Mercury Lamp 
Industrial Applications, Progress 1969 
Industrial Lighting 
Paint Hangar 
Production Increase 
Interior Lighting Design to Create 
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Military Applications, Progress 1969. . 
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Night Lighting, a Permanent Installa- 


Office Lighting 
Dental Clinic 
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Thermal Performance, Luminaires. 
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Planetarium and Observatory, Light- 
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President’s Address, 1970-1971 

President’s Biography, 1970-1971 

President’s Report 1969-1970 
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Step-by-Step Procedure 
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Thermal Performance 
Tunnel of Light ..... 

Tunnel Zonal Cavity Systems. . 

RQQ Report No. 4, A Method of Ev al- 
uating the Visual Effectiveness of 
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(RQQ Report No. 4) A New Era in 
Lighting Design, Editorial 

RQQ Report No. 4, Significance of... 
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Safety Features in Highway Lighting 
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System Design (Abstract) 
San Francisco Landmark Lighted for 
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San Juan Bosco National Church, 
Caracas, Venezuela 
School Lighting 
Classrooms Without Walls 
New Type Building 
Student Pilot, for 
Team Teaching 
Windowless School 
Selling the Practicalities of Good 
Home Lighting 
Significance of RQQ Report No. 4.... 
Simplicity For A ‘Superhouse’ 
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Specification of Polarization (Ab- 
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Sports Lighting 
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Indoor Tennis Courts 
Principles of Racetracks 
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Racetrack at Night 
Swimming Pool 
Stained Glass Window 
Store Lighting 
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Street Lighting Luminaire Dirt De- 
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Metal Halide 
Survey of Light Sources for Under- 
water Lighting 
Abstract 
Discussion of 
Survey of Remote Lighting Systems 
for Color Television 
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Symposium on Lighting Education, 
Abstracts 
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Definition of the Limits of the Field 
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General Procedure for tae age 
Maintained Illumination 
IES Approved Method for Determin- 
ing Luminaire-Lamp-Ballast Com- 
bination Operating Factors for 
High Intensity Discharge Lumi- 
naires 
IES Guide to Design of Light Con- 
trol, Part IV 
Lighting for the Poultry Industry. . 
Lighting Progress 1969 
RQQ Report No. 4, A Method of 
Evaluating the Visual Effective- 
ness of Lighting Systems .... 
Television Lighting 
Light Sources for ay 
Remote Lighting Systems . 
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Testing Procedures for High Intensity 
Discharge Luminaires 
Thermal Performance of Street weet: 
ing Luminaires f 





Thin Films and Coatings on Large- 
Area Substrates for Lighting Ap- 
plications 
Abstract 
Discussion of 
Transactions of IES 
A Method of Evaluating the Visual 
Effectiveness of Lighting Systems 

Annual Report. 1969-1970 

A Study of Lighting Design Pro- 
cedures for High Intensity Dis- 
charge Sources 

Chromaticity Computation .. a 

Definition of the Limits of the 
Field of View 

Contrast Rendition Measurement ‘of 
Handwritten Pencil Tasks . 

General Procedure for Calculating 
Maintained Illumination 

Heat Transfer with High Intensity 
Discharge Lamps and Luminaires 

IES Approved Method for Deter- 
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Combination in Operating Factors 
for High Intensity Discharge Lu- 
minaires 
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trol, Part IV 

Investigation of the Luminous and 
Thermal Radiative Transfer Char- 
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Krypton Filled Large Incandescent 
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Lighting for the Poultry Industry 

Lighting Progress 1969 

Lighting the New Four-Lane High- 
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Veiling Reflection Control by Can- 
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Transients in Incandescent Lamp Fil- 
aments Containing Defects (Ab- 
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Traveling Light Show 

Through Enchanted Gardens of Light 

Tungsten Transport in Quartz-Iodine 
Lamp (Abstract) 

Tunnel of Light : ste 

Tunnel Lighting, Thorold, Ontario . 
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for 
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se of a Slide-Model Technique for 
Study and Evaluation of the Lumi- 
nous Environment of Interiors 
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Veiling Reflection Control by Candle- 
power Distribution 

Virginia University Illumination Lab- 
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Visibility Losses Produced by Flash 
Adaptation 

Visual Effectiveness of Lighting ‘Sys- 
tems, RQQ Report No. 4 

Visual Task Evaluation, Development 
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therapy of Ve ieikgtibai 
(Abstract) “a 


Datta, R. K.—Improved Lumen Main- 
tenance of the Deluxe White Mer- 
cury Lamp RP + er Pe 

Dayton, David R.— The Languir 
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Incandescent Lamps 

Keck, Merle E.—Batting Performance 
for Day vs Night Baseball Games 

Ketvirtis, A.—Safety Features. in 
Highway Lighting System Design 
(Abstract) 

Krumland, L. R.—Investigation of 
Luminous and Thermal Radiative 
Transfer Characteristics of Lumi- 
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